BOX 324, ASHEVILLE, 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 




H-8 — Echo Inn Overlooking Hendersonville , N. C. and Golf Course 




1B-H965 


Elevation 3000 Ft. 



